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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 156017 
11 

ORIGIN AEC-11 

INFO OCT-01 10-14 ISO-OO SCI-06 RSC-01 /033 R 
66617 

DRAFTED BY: USAEC:IP:IAEA:JEAMMONS 
APPROVED BY: SCI R T WEBBER 
IO/SCT - F J GALANTO 

040383 

R 182131Z JUL 74 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 156017 

E.O. 11652: N/A 

TAGS: AORG, AFRIN.EAID, IAEA, US 

SUBJECT: U.S. EQUIPMENT GRANTS TO IAEA FOR 1974 - ISR/8/07 

1. ADVISE AGENCY EQUIPMENT HAS BEEN ORDERED FOR 1974 TA PROJECT 
ISRAEL ISR/8/07 AT COST APPROXIMATELY $17,100 VERSUS AGENCY 
ESTIMATE $15,000. 

2. RE ITEM 8 OF SPECS THIS PROJECT, VALID YNE NEEDS CLARIFICATION 
RE PRESSURE TRANSDUCERS. FIRST, A SPECIFIC PRESSURE RANGE WILL 
BE REQUIRED FOR EACH TRANSDUCER. STANDARD RANGES ARE: 0-0.1, 0.2, 

0.5, 1.0, 5, 10, 15, 20, 25, 50, 75, 100, 250, 500, 1000, 2000, AND 

3000 PSIA. SECONDLY, THESE TRANSDUCERS ARE OF ALL- WELDED CONSTRUC- 
TION AND THEREFORE THE DIAPHRAGMS ARE NOT CHANGEABLE. IN OTHER 
WORDS, COMPLETE TRANSDUCER MUST BE OBTAINED FOR EACH SPECIFIC 
PRESSURE RANGE DESIRED. INGERSOLL 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, SCIENTIFIC GRANTS, COST ESTIMATES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 18 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE156017 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USAEC:IP:IAEA:JEAMMONS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 94-061 9 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740737/aaaabffr.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 JUL 2002 by thomasv0>; APPROVED <29 JUL 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. EQUIPMENT GRANTS TO IAEA FOR 1974 - ISR/8/07 
TAGS: AORG, AFIN. EAID, US, IAEA 
To: IAEA VIENNA 
Type: TE 
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